EPILOGUE

not a proof of King Edward the Eighth's sympathy,
wisdom and foresight ? They showed him to be not
merely concerned about the future years, but thinking
hard and continuously about the problems that must
inevitably arrive, and preparing to meet them. As for
his knowledge and understanding of the new-come
generation and its formidable array of fears and hopes
and difficulties, they are clearly revealed in the speech
which he made in 1934 on behalf of Earl Haig's British
Legion Appeal.

Those words* we take as an augury of the coming
reign; and for King Edward we pray that his manhood
may be "the light upon his crown," and that the virtues
which have emerged during the arduous years of his
training may serve him and serve this land to the end.
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